PLATE CLVIII
A.   MILES GLACIER, ON LEFT
Holding Copper River in marginal channel of Abercrombie Rapids.    Steep mountain wall on right.
Photograph, 1909.
B.   A PORTION OF THE FRONT OF MILES GLACIER
Mt. Hawkins and Van Cleve Glacier in the background.   Photograph, 1910, from Station C, on the railway
bridge.